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r'opy ^ o t k 


}**• flovoriber 1959 


ifce Perkin-Klmer Corp. 
J-'ain Avenue 

Connecticut 

Mr. Milton 


25X1 A 


■ ^ntlaraen: 


Reference Is Made to your letter oof 10 IfOMtaaber 1959 
reques ting the and address of the contract monitor under 
Contract So. AF33(600)-37827 tor transmittal to the AF 
i Cambridge Research Center In connect Ion with your request 
fear intonation oa the variability in fceigit of isobaric 
uurf-icee located at certain altitude*. 


naiie ie to advise that the contract monitor is: 


25X1 A 


--H rectors, te of 5 trate«ic Systems 
. ri «?ht -Patterson AJB, Ohio 

Very truly yours. 


coatraetins Officer 
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